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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 28214 2807I8Z 
ACTION EA- 12 

INFO OCT-OI ISO-00 EB-08 /021 W 

120865 2807I9Z/I6 

P 280704Z SEP 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 1736 

UNCLAS BANGKOK 28214 

EO 11652: NA 
TAGS : BEXP, TH 

SUBJ : TRADE ASSISTANCE, GREER HYDRAULICS, INC., 

GREER OLAER PRODUCTS DIVISION, 5930 W. 

JEFFERSON BLVD., LOS ANGELES, CA 90016, 

TELEX: 69-8268, TEL: (213) 870-9161 

1. THAI EIRM C.V.S. SUPPLIES LTD. PART., REQUESTS 
VERIFICATION OF CIRCUMSTANCES IN DELAY IN DELIVERY 
FROM GREER HYDRAULICS OF PORTABLE HYDRAULIC TEST 
STAND DESTINED TO ROYAL THAI NAVY. GREER HAS CLAIMED 
THAT DELAY WAS CAUSED BY LATE RECEIPT OF NECESSARY 
COMPONENT FROM HASKEL ENGINEERING AND SUPPLY CO., 

100 E. GRAHAM PLACE, BURBANK, CALIFORNIA 91502. GREER 
FURTHER CLAIMS THAT HASKEL ENGINEERING "WAS DELINQUENT 
BECAUSE OF LABOR PROBLEMS AND REDUCTION OF PRODUCTIVITY, 
EXTENDING THEIR DELIVERIES UP TO NINE MONTHS AFTER 
RECEIPT OF ORDER". 

2. EMBASSY WOULD APPRECIATE COMMERCE'S CONFIRMATION 
THAT LABOR PROBLEMS AT HASKEL ENGINEERING'S REPUBLIC 
VALVE FACTORY CAUSE DELAY IN GREER'S SHIPMENT OF 
HYDRAULIC TEST STAND AND DESCRIPTION OF LABOR PROBLEM. 

PLEASE REPLY BY COB SEPT. 29. ABRAMOWITZ 
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